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MODEL H0626 SHOP FOX® 13V4" OSC. DRILL PRESS 

Design Type Bench Model 

Overall Dimensions: 

Table 12% 

Overall Height 38" 

Overall Width 15" 

Overall Depth 24" 

Column Diameter 2.79" 

Quill Diameter 1.565" 

Shipping Weight 151 lbs. 

Net Weight 115 lbs. 

Footprint 17V^" x 11" 

Construction: 

Table Precision Ground Cast Iron 

Column Cylindrical Ground Steel 

Base & Head Cast Iron 

Capacities: 

Oscillating Stol<e Length yv 

Spindle Travel SW' 

Max. Distance, Spindle to Base 24" 

Max. Distance, Spindle to Table WW 

Spindle Taper B16 

Swing 13!4" 

Chuck Size ys" (16mm), l<eyed 

Speeds 12, Belt Controlled 

Range of Speeds 250, 330, 380, 500, 590, 640, 980, 1530, 

1600, 1870, 2580, 3050 RPM 

Drilling Capacity yv Diameter in Steel 

Table Swing 360° 

Table Tilt 90° 

Motor: 

Type TEFC Capacitor Start Induction 

Horsepower 

PhaseA/oltage Single, 110 

Amps 9 

R.P.M 1720 

Power Transfer V-Belt Drive 

Bearings Shielded & Lubricated Ball Bearings 

Switch Paddle ON/OFF, w/Safety Lockout Key 

Features: 

....Sanding Kit: 1, iy2, & 2" Drums, Mandrel Washers, and 80 Grit Sanding Sleeves 

Sanding Drum Shaft 

Dust Collection Fitting 

Precision Ground Cast Iron Table 

2 Year Warranty 

Specifications, while deemed accurate, are not guaranteed. 
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